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ABSTRACT 


The time lag in conventional voice communication circuits involved 
in the use of new techniques of warfare cannot be tolerated. This time 
lag has led to an ever increasing demand for more voice channels, where 
in reality what is reauired is a more efficient use of present channels 
by reducing the time lag. To answer this requirement a design of an auto- 
matic communications switching system is proposed. The system is designed 
to meet the voice communication environment created by military tactical 
data systems such as the Marine Tactical Data System. In addition it is 
intended as a proposed answer to the voice communication requirements of 
military headquarters such as battalion and higher. Using this system 
an operator can rapidly and automatically select any desired voice channel 
to enable voice communication with any other operator in the system with 
a minimum of time delay. 

The writer wishes to express his appreciation for the assistance 
given by Mr. Sidney Hasin of Litton Industries, Beverly Hills, California, 
without whose help this investigation would have been much more difficult, 
In addition, thanks are due Professors Mitchell L. Cotton and Donald A. 


Stentz for their valuable advice and encouragement, 
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l. Introduction, 

In every military command there are several types of communications 
channels available within the command, However, the various channels 
are seldom, if ever, so interconnected that there ís common access to all 
the channels that exist. The usual case finds a wire and radio relay net 
terminated in switchboards to provide local and long distance telephone 
and teletype communication and several radio nets terminated in a message 
center of some form, In addition there are usually various operational 
radio nets terminated at various locations throughout the command to pro- 
vide specialized communication for various supporting functions, The time 
lag inherent in this type of setup is obvious; for instance, to place a 
telephone call a switchboard operator must be contacted and instructed, 
then a wait ensues while he then sets up the call before conversation may 
begin. 

The time lag is even worse when information must pass over a radio 
net, for now the information must be written down, transmitted to the 
message center where, according to its priority and the number of messages 
ahead of it, it will await its turn to be transmitted. In many situations 
this time lag cannot be tolerated, which has led to the establishment of 
private or "Hot" channels of communication whereby two or more parties 
may converse without the time delay involved in using the normal communica- 
tions available. This, of course, leads to considerable inefficiency in 
the use of equipment and information flow between commands. For instance, 
when the normal channels are overloaded there is seldom a way the private 
channels, which normally will be working far below capacity, can be 
utilized to handle the overflow. 


Perhaps the outstanding example of where the problem of time lag in 


> 
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communications must be overcome is in Air Defense. Here, with modern 
supersonic aircraft, missiles, and nuclear weapons, decisions must be 

made rapidly and efficiently. These decisions must be communicated rapid- 
ly to the personnel who will carry them out and any time delay in obtaining 
and using available communications to transmit the decisions may mean the 
difference between success and failure in preventing the delivery of a 
large area destruction weapon. Recognition of this threat inherent in the 
advent of high speed aircraft and missiles armed with nuclear weapons has 
led to a study of the present means of air defense to determine what im- 
provements must be made to counter this threat. This study has led to the 
award of a contracti to Litton Industries, Beverly Hills, California, for 


£ for a 


three phases of work as specified in the Contract Specification 
Marine Corps Tactical Data System. Initial results of this work? indicate 
that the effective functioning of such a system, and the mechanization of 
its communications are of a necessity interlinked. 

As may be seen from figures 1 and 2, MTDS employs a decentralized 
mode of operation, thus imposing strict requirements on the communications 
network, For in this type of operation where the operators are in relative- 
ly isolated helihuts, it is communications that is the nerve fiber of the 
system, It is via the communications system that situations are discussed, 
decisions arrived at, and orders transmitted. Any delays encountered by 
operators in obtaining access to one or more other operators may seriously 
degrade the ability of MTDS to react to a given situation. Thus the ability 
of the system to effectively counter enemy threats will to a large extent 
depend upon the speed and ability of the operator to utilize the communica- 
tions provided. Therefore, the problem that exists in MTDS is the same pro- 


blem that exists in every command—that of interconnecting all the communica- 
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tions provided and presenting them to all personnel so that they may use 
them in the most rapid and efficient manner possible. 

From the above examples it is readily apparent that a definite re- 
quirement exists for a communications switching system that will make 
possible the rapid, efficient use of all available communications channels, 
Since MTDS imposes such strict requirements upon such a switching network, 
it has been chosen as the system which the network must satisfy, for if the 
system satisfies MTDS requirements it may also be utilized in many other 


less demanding situations such as unit command posts. 





2. Study of System Requirements, 

A necessary first step in the design of any system is determining 
what requirements the system should satisfy. Accordingly, an operational 
study of MTDS was undertaken to determine the requirements it would demand 
of such a switching network. In addition, the possible application of the 
switching network to other situations such as battalion or higher head- 
quarters were considered which generated other requirements, 

An early result of the analysis was to reveal that the system may be 
subdivided into two major parts, (a) an operational system that inter- 
connects all the personnel concerned with the actual operation of the 
system or unit, and (b) an administrative system which interconnects all 
personnel concerned with the maintenance and administration of the system 
or unit. This separation is desirable for much stricter requirements are 
placed upon the system by the operational personnel, especially with regard 
to the reduction of the time lag inherent in normal communication.  Adminis- 
trative and maintenance personnel, however, are usually quite adequately 
served by normal communication systems, hence require a far simpler switch- 
ing network. 

When all the requirements generated by MTDS and the other units are 
considered, they are remarkably similar as may well be expected. For, as 
pointed out earlier, the problems faced by MTDS and by other units in 
efficient use of communications are much the same; the real difference be- 
ing MTDS requirements are stricter and more pressing than the others. Con- 
sidering all factors the requirements for the operational communication 
system may be stated as follows: 

a. Each station must be able to selectively call and establish a voice 


channel with any other station in the system by a simple operation, such as 
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pushing a button or buttons, 

b. There must be no busy signals, that is, any station must be able 
to call any other station regardless of the fact that the called station 
is busy on another channel, 

c. The called station must have a visual indication of who is call- 
ing him. 

d, The voice channel must not be established until the called sta- 
tion accepts or answers the call. 

e. For operation with systems that may utilize a computer 1% is 
necessary to provide an output that indicates when a voice channel has 
been established between two or more stations in the system. 

f. A station must be able to connect (or party) as many other sta- 
tions on its line as desired, for conference calls, 

g. A station must be able to monitor any desired voice channel in 
the system while maintaining the capability to talk on other channels. 

h, Each station must have access to external communication channels 
through the communications switching network or via a manual switchboard. 

i. A station must be able to select & UHF receiver-transmitter, and 
&ny one of 21 channels on the selected receiver-transmitter. 

j. The station should be provided with a dual headset and microphone. 
One earphone is associated with the microphone while the second earphone 
is used to monitor, 

k. The system should provide a minimum capability for communication 
channels as follows: 

1. 20 internal stations 
2. 15 external trunks 


3. 8 air ground radios (UHF) 
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1. It should be readily expandable to provide more stations, if de- 
sired. 

In the above list of requirements an internal communication channel 
is defined as & channel connecting operators within an operational area 
such as a Command Post. An external channel is defined as a communication 
channel which connects two or more operational areas, 

Since many of these requirements are for the most part the result of 
compromise decision, they will be discussed in turn, in greater detail. 

l. Requirement a. is obvious as this is the prime purpose of such & 
system. 

2. It was felt that modern situations where such fast action and 
reactions are required of the personnel utilizing the system that no call 
should be prevented from reaching the intended party due to lack of a 
channel. It should be the function of the called party, not the system, 
to accept or deny & call, Further, in many situations, as previously 
pointed out, the time lag involved in waiting for an idle channel to place 
a call may be the reru between success and failure in countering a 
threat. In addition, it is the objective of the system to reduce time 
lags to a minimum. Thus the reason for requirement b. 

3. Since we have established the premise in requirement b. that 
acceptance or denial of a call is placed upon the called station, there 
must be provided a means of notifying the called station who is calling. 
This enables the station to decide how and when to accept the call. Fur- 
ther, the visual indication may be utilized to provide a record of who the 
station is connected to at all times, 

4» Requirement d. is necessary to prevent "break-in" type operation. 


This means that if & called station is busy it may not be interrupted until 
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the station desires. 

5. The advent of large capacity general purpose digital computers 
and modern data processing equipment means that much of today!s communica- 
tion will be via data links. Frequently it will be desired that when two 
stations are in contact with each other they will desire to pass data from 
a computer between them via associated data links. The computer must be 
notified which two stations are in contact with each other, hence the need 
for requirement e. 

6. Requirement f. answers the need for several people to talk to 
each other to resolve mutual problems. 

7. Requirement g. provides the capability of continuous listening 
where required, 

8. In requirement h., it is anticipated that not all channels to re- 
mote locations will be terminated in the switching network, but will be 
terminated in a panel or switchboard to enable personnel without access to 
the switching network to utilize the channels. Further, this allows the 
stations to have access to additional channels when needed. 

9, This requirement answers the need for air ground communication so 
necessary in this air age. 

lO, Requirement j. provides the necessary input-output device to ful- 
fill requirement g. 

ll. Requirements k. and l. are design objectives arrived at after 
careful consideration of what personnel would normally use such a switch- 
ing network. The external and UHF requirements are based on what normally 
would be required for communication between widely dispersed units and 
their air support. 


There is an additional requirement which should be considered in a 
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system design of this nature: the dual requirement of reliability and 
simplicity. These two go hand in hand, for it is logical that a simple 
circuit can be inherently more reliable than a complex circuit. Fora 
system to answer the need of this system, that of enabling people to talk 
to people, it must be reliable. A failure in the system may seriously 
prejudice the operation of the unit using it. Therefore, every effort 


will be made to keep all circuitry simple and to utilize reliable tech- 


niques, 
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3. System Design Objectives, 

Now that the requirements for the system have been generated they 
must be studied to determine what they actually require of the system, 
Initial study reveals that three basic things must be done: 

a, there must be a form of switching to accomplish any desired 
connection of two or more communication paths. 

b, there must be a means of accomplishing signaling of some nature 
to inform the called station exactly who it is that is calling him. 

c, the stations must have a visual record of which station it is in 
contact with, since the station may be in communication with more than one 
station at a time, 

There are three types of communications switching to consider. Fach 
type has its own unique problem to be considered, yet they each have pro- 
blems in common. These three types and their problems are: 

a. Internal Communications Switching 

1. Establishment of desired communications channel. 

2. Signaling of called station and identification of calling 
station at the called station. 

3. An output indicating that the communication channel has been 
established, 

b. External Communications Switching 

1. Establishment of desired communications channel. 

2. Signaling of called station and identification of calling 
station at the called station. 

3. An output indicating a communication channel has been es- 


tablished ө 





he Provision for "press-to-talk'" on external channels that are 
via H.F. radio. 

с. Air-Ground (UHF radio selection) 

l. Establishment of channel to desired receiver transmitter. 

2. Provision of "press-to-talk!", 

3. Selection of one of twenty-one desired channels on the re- 
ceiver transmitter. 

Now that it has been established what the system must do, it remains 
to be seen how the system will do it. An obvious approach is to just run 
wires from each station to every other station and do the necessary switch- 
ing directly at the stations concerned. However, examining this situation 


by means of the combinational formula 


пы ni n= number of stations 


r rj (n-rl r= number of connections at a time 


for just the switching of the internal communication channels reveals that 


for 20 stations connected in all possible combinations two at a time: 


20] 


- 201 
2] (20-2 - 
i | CODE 


Co = 


= 190 connections or wires 
It is apparent that this would be entirely too much wiring and the connec- 
tion for external channels and UHF radio have yet to be considered, 

To avoid this multiplicity of wiring it is clear that some form of 
centralized swithcing is required. In a centralized switching scheme all 
communications channels are brought into a common location. The station 
demanding a connection then has its communication channel switched within 
the central point to the desired channel. In any form of centralized 


switching, of which a telephone exchange is an excellent example, there 
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are three essential categories of circuits: 

a. the switching circuit proper or speech circuit which functions 
to bring about any desired connection of calling station to called sta- 
tion. This function transmits the speech and may not contribute to the 
signaling. 

b. the memory circuit whose main role is to receive orders issued 
by the calling station. 

c, the control circuit whose task it is to execute the orders re- 
ceived. 

When these three functions are considered it is seen that a central- 
ized switching unit is remarkably similar to a digital computer. A block 
diagram of these functions when compared with a block diagram of a digital 
computer, figure 3, reveals that they are indeed alike, differing only in 
the fact that the switching computer does no actual computation but deter- 
mines what two channels to connect together on the basis of the information 
given it. 

This close analogy with a computer plus the rapid rise of new forms 
of electronic components and circuits generated by these computers, have 
led telephone companies into extensive investigation of electronics switch- 
ing based on the use of large capacity special purpose digital computing? °97, 
These systems are in general much too large and complex for their techniques 
to be used in this system, but the basic idea may be used, that of basing 
the design on the use of a very special purpose digital computer to direct 
the switching. While it is not proposed to design a digital computer for 
a system on this scale, the principles of logical design inherent in the 
design of a computer and the functioning involved can very well be applied 


to this problem of communications switching. 
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Block Diagram of Digital Computer and Automatic Switching System 
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Having established the fact that the design of the switching system 
is analogous to the design of a real time computer it now remains to 
establish a system design. 

Before proceeding further the premise is established that it is of 
no concern in establishing a design, whether the communication channel 
brought into the switching central is internal, external or UHF radio, 

To connect two channels together the switching central requires the 
following items of information: 

a. Identity of the calling station. 

b. Identity of the called station. 

c, Is a speech or monitor connection desired, 

These same items of information are required to accomplish the sig- 
naling function desired within the system, 

The most efficient way to send this information to the central is in 
the form of a code. When the various coding schemes are considered it may 


be shown? 


that a binary coding scheme is a logical choice since it offers 
economy in storage space and is the simplest coding scheme to mechanize. 
Thus a binary coding scheme is chosen for use in this system. 

For a station to request a connection it must tell the central which 
of the 42 channels it desires connection to. To send this information in 
a binary code a six digit code is required since 2° = 64 while 29 - 323 
In addition, the station must inform the central whether a speech or moni- 
tor connection is required which will require one additional hit of informa- 
tion. Thus a total of seven binary digits or bits must be sent to the 
central by the station to enable a connection to be made. The central must 


also be informed as to what station of the 43 possible stations is demand- 


ing service. As shown above, this requires an additional six bits of 
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information. This now requires that a station send a minimum of 123 bits 
of information to the central to enable the central to make a connection 
and signal the called station. 

It is desirable for the central to operate on a "one at a time" basis, 
to prevent it from having to operate on two incoming signals at the same 
time. This situation must be avoided for the following reason: 

Assume station A sent a coded signal 000101 and station B sent a coded 
signal 001010. If both signals arrived simultaneously the central might 
see this as OOllll which action neither station desires. Thus a means for 
examining requests for service "one at a time" is desired at the central, 
In normal telephone practice the speech channel itself is utilized to send 
the coded request for service to the switching central or exchange. In 
this system this method of operation is not too desirable for it implies 
the use of additional circuitry such as line relays and line scanners to 
determine when and what kind of service is required. In this system it 
is easier and desirable to use additional wiring rather than circuitry to 
accomplish desired functions, provided of course that an excessive amount 
of wiring is not involved. 

Thus it appears that a separate code trunk for transmitting control 
and signal information is desirable. The use of such a trunk has certain 
advantages in that each station connected to the trunk could be allotted 
a time interval during and only during which the station could send informa- 
tion to the central. This scheme would mean that the station would have to 
send only seven bits of information to the central. The central, by keep- 
ing track of which station's time slot is present at a particular time 
interval, would supply the additional information required: the identity 
of the calling station. 
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The solution for the control and signaling problem for the internal 
stations is to run a common code trunk linking all stations in parallel 
and utilize time division on the trunk. That is, each station is allotted 
a time slot on the trunk during which the station may send information to 
the central. This is the solution adopted and is shown in block diagram 
form in figure 4. 

In summary this is the system design philosophy adopted: 

a. All speech channels—internal, external and UHF-- are brought to 
a central point for interconnection. 

b. A switching central is utilized to perform the desired connections. 

с. The switching central is controlled by binary coded information 
supplied by the stations connected to the central and by a counter which 
controls the time slots on the code trunk, 

d. This information is sent to the central on a common code trunk 
linking all stations. The stations time share the code trunk so that only 
one station may use the trunk during & time interval. 

Having decided upon the above switching circuit philosophy, other 
problems must be resolved before proceeding to a mechanization of the sys- 
tem, 

First the problem of what kind of code to generate must be resolved, 
that is, should the code be generated and handled in serial stream or 
parallel. The serial stream has the advantage of requiring the minimum 
of only one wire to carry the code, but has the disadvantage of being com- 
plex to generate at the input device and requires higher speed in the pro- 
cessing logic circuitry to handle it. The parallel mode has the disadvant- 


age of requiring a wire for every bit, but has the advantages of: 


n 
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Block Diagram of Switching System 
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a. higher speed of operation. 

b. use of direct-coupled logic. 

The use of direct-coupled logic, that is, signals represented by 
steady-state voltage, avoids a design problem inherent in A-C circuitry. 
In A-C circuitry to obtain the "and" function precise coincidence is re- 
quired of the pulses to be applied to the "and" gate. Since delays are 
encountered in any system as the pulses progress through the logic, the 
design of circuitry to cause this exact coincidence at an "and" gate can 
be quite complex, The A-C system also lacks some flexibility since the 
addition of any function generally requires the overhauling of the logic 
circuitry to maintain the proper signal coordination. With D-C circuits 
unequal chains of logic may exist with no particular problems. 

It is apparent that the two methods Gould be combined, that is, the 
code be generated in parallel and sent in serial stream which would be 
a saving in wire, However, additional circuitry would be involved in the 
conversion at each end of the trunk from serial stream to parallel, As 
stated before, it is desirable to utilize wiring rather than circuitry 
provided the cost of additional wiring is not too great. Therefore in 
view of all these factors, the D-C parallel mode of operation is chosen. 

It should be noted before proceeding further that the use of a six 
digit code allows expansion of.the number of stations the system may now 
handle. Examination of a six digit code table (figure 5) reveals that: 

a. The code table may easily be subdivided into the three parts 
shown. 

b. This subdivision allows the sixth bit to be used to identify a 
channel as an internal or external channel, thus the station that channel 


represents to be identified as an internal or external station. 
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с. By making full use of the code table the number of stations 
the system can serve may be increased to: 

internal stations‏ 31 ہل 
2l external stations‏ .2 
UHF channels.‏ 8 .3 

This fulfills the requirement that the system be capable of expansion 
if desired, 

The second problem to be considered is whether the microphone should 
be supplied the direct current necessary for its operation locally or 
from a central source, When D-C is supplied from a central source, this 
is known as common battery operation. A common battery system is desirable 
because? 

а. Simple circuitry, for provided the lines are not more than five 
or six miles long, it requires no amplifiers. 

b, The current in the line can be utilized to send information to 
the central. 

However, ít has the disadvantage of requiring exacting electrical 
requirements on the line of which the most essential is that the source 
of D-C power have low,ideally zero,internal resistance. This is due to 
the fact that all circuits are in parallel to a common battery source as 
shown in figure 6a, where the resistances represent loads on the line, 

If the battery is ideal; i.e., no internal resistance, the current in any 
resistance is independent of the source. But if the source has a finite 
resistance, Ro, as shown in figure 6b, this is no longer true. Therefore, 
unless the common battery has negligible internal resistance, there will 
be everchanging current values in the individual speech circuits. This 


will result in noise and crosstalk in all speech circuits-- a highly un- 
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Common Battery Connections 





desirable result. The common battery may be given the appearance of 
having a negligible internal impedance by the use of repeating coils as 
shown in figure 6c, which also prevent crosstalk due to the fact that the 
comnon battery is common to all circuits. 

The operator at each station should be able to control the audio level 
on the channel to which he is connected for several reasons: 

a. to avold loud noise when signal is strong 

b. to enable weaker signals to be heard 

с. to enable all signals to be heard at a comfortable audio level 
to avoid fatigue. 

This control of audio level is difficult and wasteful of current to 
supply in & common battery system. 

In view of these disadvantages the common battery system will not be 
used. A system employing audio-amplification which avoids these dis- 
advantages and affords the operator better control over the audio level 
on his lines will be used. The audio amplification scheme has certain 
other advantages in allowing conference calls which will be discussed 
later. 

The last problem to be decided is whether a single wire with ground 
return or balanced pairs should be used for the speech circuits. A 
balanced pair is a system that uses a metallic return path and is there- 
fore balanced with respect to ground. The analysis of this situation as 
carried out in Appendix I indicates that the balanced pair is far superior 
to the single wire, hence it is the system to be used for the audio circuit. 

A straight two-wire circuit is not too desirable, since to insert 
amplification in the line a hybrid or bridge transformer must be used as 


an amplifier is an unilateral device. This transformer must be a care- 
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fully balanced, well-designed unit, and to amplify both ways requires two 
amplifiers. In addition a hybrid transformer by its electrical nature 
inserts 3-6 db of loss into the channel. To avoid this a modified four- 
wire circuit is used as shown below: 


Monitor 4 


Earphone 







Earphone 


Microphone 


— Transformer , 1 


Microphone 


Press to talk 

Leads 1, 2, and 3 constitute the speech circuit, and leads 2 and 4 con- 
stitute the monitor circuit. Since it would be impossible to exactly 
balance leads 1 and 3 with respect to 2, there will be some crosstalk, but 
this is desirable in this case, since this provides a sidetone effect so 
that the operator can hear what he is saying. A press to talk switch is 
provided so that the microphone is dead unless the operator desires to use 
it. The microphone transformer prevents D-C from being on the line and 
matches the low impedance microphone to the line, 

In summary then the additional system design features to be employed 
are: 

a. ۸ھ‎ parallel D-C code, 

b, The audio channels will employ audio amplifiers instead of & common 
battery circuit, 

с. А11 audio channels will use a metallic return circuit instead of 
ground return. 

Now that the system design philosphy has been established and the 


system parameters determined the system may be mechanized. 
2l, 








The mechanization of a system may be defined as the establishment of 
circuitry to accomplish the system design pholosophy established by con- 


sidering the requirements the system must fulfill, 
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4. Mechanization of Station Panel, 

The input device to the switching central is the means provided at 
the operator!s location, referred to hereinafter as the station. This 
device must provide the following capabilities: 

а. А means of selecting and calling any desired station in the system 
by a simple action such as pushing a button. 

b. A means to signal the station that it is being called and identi- 
fying the calling station. 

c. A means to enable the station to monitor any desired station's 
speech channel. 

d. A means to select any desired UHF receiver transmitter. 

e. A means to activate a transmitter (press to talk) if the speech 
connection is via an HF or UHF transmitter. 

f. A visual indication of whom the station is in contact with at all 
times. 

g. It is desirable to so arrange the input device that the operator 
or person using it may place any call he may desire without consulting an 
external agency such as a station directory or status board of some sort. 

When all these capabilities are considered, it is seen that what is 
required is a panel of some Sort with an array of buttons and lights to 
perform the desired functions. The input and output to the panel is the 
code trunk and the speech channels from the operator!s headset. The 
press to talk function for the microphone is not on this panel, but is 
placed as a foot operated switch to enable the operator to have both hands 
free after placing the call. 

Àn initial approach to this problem would be to represent every 


station that can be called in the system by a single lighted push button 
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which has two states of light control: 

a. Blinking when that station is being called by the particular 
station indicated by the button label, 

b. Steady when the station is in communication with the station 
indicated by the button. 

In addition the button itself could be used to generate the missing 
stations code since the code is a parallel code utilizing 

а. d-c present represents a binary "1" 

b. no d-c present represents a binary "0", 

To represent each station by a button would require a maximum of 
62 x 3 = 186 buttons, The times three is due to the fact that station 
must be able to 

a. establish a speech channel with another station 

Ы. be able to monitor the station 

с. be able to break the call dom (an off function). 

This multiplicity of buttons would be extremely confusing to an aver- 
age operator and occupy a large amount of space. Thus it is clear that 
another solution should be sought, 

An examination of the code table for this system, figure 5, reveals 
that in the first two digits the code repeats itself every four numbers. 
This characteristic of the binary code may be utilized to reduce the 
number of buttons required to call a station. The generation of the 
necessary code may be split into two parts with one set of four buttons 
utilized to generate the common elements of the code and another set of 
buttons to generate the remainder of the code. By using two sets of 


buttons it is possible to generate any desired code with a minimum of 


buttons. By arranging these buttons in a matrix arrangement and utilizing 


the signal lights to fill in the remainder of the matrix, a neat compact panel 
27 


may be achieved. In addition, the four buttons which generate the common 
elements of the code may be used to generate the talk-monitor bit of 
information, 

This is the solution adopted and is shown in figures 7 and 8. This 
solution requires a maximum of 

a. 16 buttons for 30 internal stations 

b. 14 buttons for 2l, external trunks 

с. 8 buttons for UHF channels. 

The UHF panel will be discussed later since it has additional features 
to be discussed in the section on UHF, 

The sequence of operations for a station to call another station ist 

l. The operator glances at the panel to see where the station is on 
the panel. 

2, He presses the station button in the row associated with the 
station, then chooses talk or monitor mode in the column associated with 
the called station. 

3. The called station's light comes on bright and steady indicating 
a call has been placed to that station. 

The wiring for the panel is shown in figure 9. The buttons are 
momentary make buttons which set the code in the register. The register 
ls prevented from sending out the code to the code trunk until both buttons 
have been pushed generating the entire code. To generate the code the 
button contacts: 

a. Put D-C on the code line for a binary "1" thus setting al on the 
register. 

b, Put nothing on the code line for a binary "O" thus setting a O in 


the register. 


28 





| 
| 
| 
| 
| 


ng en en ہمہ‎ 


| SA 
e | ہس‎ ۱ 


ٰ 
| 


Е u DEMNM "icr pes | 


u 


I 
— 
Е- :ا‎ 
Ем 0 ) لن‎ 


en —— یہ سر جج نے سر۱ سی ہے‎ zt مم دہ سمے ہہ‎ GAS Se A Vn 
” 


(000 ————XM مک‎ 
= 


1 
? 


Y 


nn جےہ‎ ee! 


® 
EN 
A 

~~ 


IA а n WE A o a ee‏ ہے سے 


‚ 
4 


eee تب‎ — oa ree SS сеа سے ےلوہ سد نہیں سم‎ nn nn owa 


| 
| 


| 


~ 
a — n 
жет" 
4 
кес с юж Code Ге». қары = میسو ہہ‎  — SS ——— —À9 1 ہو ہت‎ 


ہس سے ا س د کا "a е‏ 


| 
| 
| 
0 


-~ e wh 1 


FF 
A 
Ne 


7 
| 
| 
| 
t 
| 
| 


- 
n 
. 4 
مت‎ 
ma an 
om 


nm nn nn سے‎ meee ہے‎ 
۹ 
aw: <: دو‎ m | S MP a Í سر‎ re = - — 
r 
- ma 


; 
= 


.سس 


- 


к 
y 


О. -. м“. A‏ ما 
٭ ھی یی ۔ سے سن ہے ےووہ ہے ہے тоа‏ حم e a‏ 


H 
———— Te e A meet A 
> 


مب دات meu‏ 9" - 2 


i 

| 

| 

! 

1 

! 

| 

i 

| 

1 

| 

| 

t 
٦ 

р e رہ ا‎ 


( 

| | 
| 
} 
| 

| а 


O 


E: 
S 
C) 


Me mM 


* 
ЕЕС 


| 
| 
| 
| 


| 
| 
۶ 





E ہس‎ 


ٰ 
ٰ 


FA N -- 


е na 7 n 
Сасы; 


ano EXTER NAL 


Н МА Е 
Fib 


acm 
Lo 


ic 


INT 
COMI TTS 








> 
4, 41 
rom —— 
> 
un 
اڈ‎ 
Í 
Í 
L1] 
| 
E 
"| 
mm 
ER 
o 
“ 
„к 





TALK Jag - ۵٥ IONIT ae 
МООИ ۷ رال ت‎ Е OLY PAE 


20 








> 


W [lé iN 


PANEL 


SN 


IMS 


/ 


AT IO 


= 
یہ‎ 
N , 

м 


٣٦‏ ۶ ٴ۰ 


Dc 


e 
Ww 


1 


- ----- - -- === ee 


H- 
18 


Ei 
By 


4 


n 


| eg 
مت‎ ٠ 


| 
Wc 


д 
! 


T 
A mi 





T 





۴ т 


ہے یہ حم ннн‏ سے m‏ — 






Tris he he 


а 





The register is sent out to the code trunk only during the period of 
time allotted the particular station. This is done by generating a service 
pulse which opens the station's "and" gates during its allotted time inter- 
val. This service pulse may be derived from a counter which may be a part 
of the panel or, if several panels are used within an area such as helihut, 
a common counter may be used. This counter is & one through 62 counter 
and is slaved to a master counter which will be used in the switching cen- 
tral. Its design will be discussed later. The register must be cleared 
after every service pulse and this is accomplished by differentiating the 


service pulse as follows: 


PAT da Service pulse 


Differentiated pulse 


Register clear pulse 


— 


The register clear pulse is then utilized to reset the register and 
service pulse flip-flops to zero. 
The light associated with the called station is lighted by decoding 


the information contained in the register as follows: 





light 
control 
circuit 









oO c о FRO HM 


and applying the decoded information to the selected light control circuit 


which actually turns the light on. 
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All the above enables the station to place a call, now the panel 
must become an output device and notify the operator when the station is 
being called. This may be done by making use of the fact that a common 
code trunk links all stations in parallel. Present on this code trunk, 
being sent to the central by the calling station, are the two pieces of 
information required at the called station: 

a. the fact that the station is being called is signified by the 
presence on the code trunk of the called station code, 

Ы. the calling stations identity is known by knowing what station's 
time slot is on the code trunks when the called station's code is detected. 

These two items of information may be used to light the desired one 
of 54 possible lights on the panel as shown in figure 10. To see the 
operation assume the called station's code is 000101, Мһеп this code 
appears on the code trunk the station "апа" gate produces an output which 
is sent to an "and" gate in all the light control circuits on the panel, 
The counter identifies which station's time slot is present on the code 
trunk and the counter activates only one "and" gate of the 54 light con- 
trol "and" gates at a time. At only one light on the entire panel are 
two signals present, one from the station "and" gate and one from the 
counter, which switches the light that identifies the calling station to 
the blinking mode. Therefore, the station is notified by this blinking 
light: 

a. that it is being called 

b, by what other station it is being called. 

Another function that must be supplied by the station panel is a 
means of activating a transmitter when the channel connection desired is 


via an HF or UHF transmitter. Analysis of this problem reveals that the 
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function required is a means to turn on the "press to talk!" circuit of the 
transmitter when the transmit function is desired. It would be impracti- 
cal to run a wire from each transmitter to each station to accomplish this 
function. A way to accomplish this function would be to use a pulsed sig- 
nal to activate the press to talk function. It would be highly desirable 
to send the pulse information via the speech channel to avoid the use of 
extra wiring. Considering all this leads to the conclusion that voice 
frequency pulses or tones may be used to turn the transmitter on and off, 
However, when this is done care must be taken to avoid having the trans- 
mitter turned off by speech frequencies which resemble the tones used to 
turn the transmitter on and off, This method of signaling has been used 
successfully before” and the problems associated with speech imitation 
investigated. By the use of two different frequencies and careful selec- 
tion of the frequencies to be used, this method of turning the transmitter 
on and off may be successfully utilized. The circuit in block diagram form 


is shown below, 











Monostable Ringing 





FF Circuit 


Press To Speech 

to Channel 
Talk 
Ringing 


Circuit 


The operation is as follows: 


a. When the press to talk switch is pressed the monostable FF changes 


state causing the tone generator circuits to ring, generating the required 


tones, 
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b. These tones are put on the station's speech channel and the 
monostable FF flips back to its next state, allowing the ringing circuits 
to restore, 

C, At the transmitter the tones are detected and used to close the 
relay turning the transmitter on. 

d. When the press to talk switch is released the above action is 
repeated turning the transmitter off. A simple circuit can be constructed 
and placed at each transmitter connected to the system to enable this 
operation of turn on and turn off. 

The last function to be provided is a ringing button. Ringing is not 
done in this system, for the lights provide all the indication that is 
needed, plus the fact it would not be desirable to ring on a station's 
line if that station is already talking to another station when it is call- 
ed. Therefore, ringing is provided as an optional function only. Since 
the system employs amplifiers, ringing must be voice frequency ringing and 
1000 cycles was chosen as the most desirable tone to use. This tone is 
chosen because it is a pleasing tone and it can be heard more readily than 
other tones”. This ringing tone is generated by using a ringing circuit 
which is caused to ring by pushing the ring button, thus producing only 
one tone for each push of the button. This prevents prolonged ringing and 
simplifies circuitry. 

The last circuitry to be provided on the station panel are the volume 
controls for the speech and monitor channel. As will be seen later, the 
amplifiers are located at the central. Thus a variable pad is provided at 
the station to enable the operator to control his volume levels. 

It is to be noted that no method has been provided specifically to 


break down an established call. To accomplish this would require one more 
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bit of information to be sent to the central; hence, another code wire. 
Also, another button would have to be provided and additional circuitry. 
To prevent all this, advantage is taken of the intelligence of the opera- 
tor, and a call is broken down just like it is established, by pressing 
the same two buttons. As explained in Section 5, the central will detect 


the second establishment of the call and break the connection. 
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5. Mechanization of Switching Central. 

As was pointed out earlier all channels are terminated in the switch- 
ing central and the channel connections may be arranged as an array of 
crosspoints, where a crosspoint is defined as a point of connection of two 
channels. At all points in the array where a connection is desired, a 
switching device of some sort must be used to make the connection. The 
properties of this device mıst now be determined for the choice of device 
will influence the logical circuitry necessary to make the connection upon 
demand, 

Very rigid requirements must be met by this switching device with 
respect to crosstalk, noise and speech transmission, such as: 

a. the impedance ratio between open and closed position must be very 
high in the audio range used in the speech circuits. 

b. it must be able to handle reasonable amounts of speech power. 

C. it must be highly reliable. 

d. it must be inexpensive for in this system a large number of them 
will be used. 

A satisfactory solution exists and has been used for a long time in 
the form of relay operated metallic contacts. Closed, the contacts are 
equivalent to a „Ol ohm resistor; open, they appear as a capacitor of a 
few micromicrofarads, thus presenting an impedance of approximately 100 
megohms at 1000 cycles. Numerous contacts may be provided to accomplish 
other functions besides completing the speech circuit. Also they have 
been used for so long that they are a highly reliable item at a fairly low 
price. However, they have the disadvantage of slow operation, approximate- 
ly 10 milliseconds, and requiring fairly large amounts of power to operate, 
In view of these disadvantages it seems appropriate to seek other means of 


switching to see if there is a better method. 
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At the present time a large variety of electronic switches is known, 
such as: vacuum tubes, gas tubes, saturable inductances, semiconductor 
diodes, and transistors. Vacuum tubes may be eliminated from consideration 
as the power required to heat their filiments would be excessive. So far 
it has not been possible to build with magnetic materials devices having a 
sufficiently high impedance ratio between the conducting and non-conducting 
states. Thus, saturable induction may be eliminated from consideration. 
The most promising devices to consider are cold cathode gas tubes and semi- 
conductor diodes and transistors. | 

A cold cathode gas tube has been developed by Bell Telephone Labora- 
tories for use in electronic switching", and means have been developed for 
its use in an automatic switching centra1l^, The static characteristic for 
such a tube is shown in figure 11. The breakdown voltage is 190 volts and 
the sustain voltage for a 12 milliampere current is 109,5 volts. At this 
operating point the dynamic resistance of the tube is a -180 ohms at 1000 
cycles, which is a decided advantage. It can handle powers of 12 milliwatts 
into a load of 2000 ohms. The firing time of the tube is approximately 100 
microseconds, and is stable due to the introduction of radioactive bromide 
to assist the ignition breakdown of the gas. The tube generates a noise no 
greater than 10-1 Matte in the audio band. Reference 13 describes other 
gas tubes developed for switching, but they are in general not as suitable 
as the Bell Laboratories! tube. However, the negative resistance of the 
tube at its operating point is dependent on the ambient temperature of the 
tube, thus a fairly high load resistance is required to absorb these varia- 
tions in resistance. This high load resistance aggravates the crosstalk 
problem, 


Semiconductor diodes can be used as contact points in telephony, and 
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have good possibilities. Figure 12 shows a typical static characteris- 
tic of a P-N junction diode. In the conducting direction with one volt 
applied the current is approximately 50 milliamperes, and the slope cor- 
responds to an internal resistance of approximately four ohms. In the 
nonconducting region the resistance is about one hundred megohms until 
over thirty volts is applied, at which time avalanche breakdown occurs, 
The parasitic capacity is about three to four micromicrofarads. It сап 
easily handle a power of fifty milliwatts into a 600 ohm load. A fully 
automatic telephone exchange has been constructed utilizing P-N junction 
diodes*», 

Symmetrical transistors may be used as a switching device. They 
have been used as a switching element in an automatic switching system 
supplied to the U, S. ArmylÓ and U. S. Navyl?, Insufficient information 
could be obtained concerning their use as a switching element in such 
applications to fully evaluate their suitability for use in this system. 
Therefore symmetrical transistors were not considered for use as a switch- 
ing element. 

In the devices mentioned above only the gas diode possesses a memory 
function. The P-N junction lack a memory function so they must be comple- 
mented with devices that will perform a memory function before they are 
usable. The semiconductor devices have a switching time of as low as one 
microsecond compared with 10 to 500 microseconds for gas tubes and one to 
ten milliseconds for a relay. These characteristics may be summarized in 


the following table: 
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Consideration of this table and the characteristics listed above narrow 
the choice down to the relay and the gas diode for their qualities of power 
handling, life, and memory function. The choice between these two is ex- 
tremely difficult, but the relay is choosen because: 

a, It is desired to switch several paths at the same time, which can- 
not be done without using a gas tube for each path. 

b, The relay is in general a more economical device than the gas tube. 

Now that the crosspoint element has been selected, the switching central 
may be designed. It is convenient to use crossbar representation in dis- 
cussing switching diagrams regardless of the system being considered, A 
crossbar diagram as show in figure 13 consists of an array of N horizon- 
tal wires and P vertical wires where each wire or line represents a communi- 
cation channel. In this system N =P= 60 wires, so it is a square array. 
Each of the crosspoints in the array controls a gate which makes or breaks 
the connection controlled by the crosspoint, In this system two such 


arrays must be considered: one for the speech channel switching or talk 
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matrix, and one for the monitor switching or monitor matrix. 

The number of actual speech connections or relays required in this 
N x P matrix may be determined by considering the matrix in view of what 
speech connections are desired. When the array of crosspoints is con- 
sidered as a matrix it is seen that 

l. points on the diagonal may be disregarded since these represent 
a connection of the channel with itself which is not required. 

2. the matrix is symmetrical about the diagonal. That із, ап х,у 
point is identical to a y,x point as far as the speech channel is con- 
cerned. It is immaterial if x is connected to y or y is connected to x. 


For a symmetrical matrix N=P this may be expressed as N X P - N , 
2 


Thus a speech connection need be provided for only this number of points 
for full flexibility. If N=P>60, this will requires 


7 That this is the totai number of connections required for 60 channels 


taken two at a time may be checked by the conbinational formula: 


A = ni 
ps ^ rl (n-r)! 


o, = zi cm = 

This would be the total number of speech connections required for 
full flexibility in the talk matrix. 

Before a particular crosspoint design may be considered the problem 
of selection of the crosspoint must be considered. Since the crosspoints 
are arranged in an array, the problem of selection of a particular cross- 
point upon demand is very much like the problem of core selection in a 


core memory scheme. They both demand fast, random access to any point in 
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the array. To choose a particular connection in the array of crosspoints 
two things must be known: 

Identity of calling station,‏ ہل 

2. Identity of called station. 

The identity of the calling station may be obtained from a counter in 
the central which keeps the time slots in their correct order. This 
counter, which counts up by one each time period, may be used to activate 
the N horizontal wires in the array one by one up to N, at which time it 
starts the cycle over again. Thus only one of the N horizontal wires has 
a voltage E, on it at a particular time, which identifies the calling 
party, The P vertical wires may be activated by decoding the binary code 
filed in the time slot, which is on the code trunk at a particular time. 
Thus, according to the code present, only one of the P vertical wires has 
a voltage En present on it at a time identifying the called party. There- 
fore, at only one crosspoint in the entire array is there a voltage En+ Ep 
present which identifies the crosspoint to be closed. Thus, if A calls B 
the sequence is: 

a. when A's time slot occurs the wire corresponding to A in the 
horizontal array has a voltage E, placed on it by the counter; 

b, the binary code present in A's time slot corresponding to B is | 

fed into the register where it is decoded, and B's wire in the P vertical 
array of wires has a voltage E, placed on it; 

c. only at the A-B crosspoint is a voltage Ent Ep present, thus 
selecting that crosspoint as the gate to be closed. This is shown in 
figure 14. 

Since a counter as used here in the selection circuitry has & tendency 


to skip counts, which would throw the whole selection process out of step, 
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it is timed by an accurate clock pulse generator to insure that this does 
not happen. The switching central counter is also used to step the local 
counters to insure that this does not happen at the local station counters 
also. No local counter, therefore, steps to the next count unless a pulse 
arrives from the master counter at the switching central. Further, when 
the master counter reaches the last count and starts the cycle over again, 
a double pulse is sent out to all station counters to insure that all 
counters start the count cycle at the same time. The cycle time of the 
counter is set at 0.1 seconds. This figure was arrived at by compromising 
between setting the cycle time fast enough so the station cannot place calls 
faster than the system can accept them and not making the cycle time so 
fast that special techniques must be used to handle the service pulses, 
In addition, too fast a cycle time would increase the complexity of the 
counters, which is not desired, If the operator was able to place two 
calls before the service pulse arrived, it is obvious a wrong number would 
result. For example, if he called 

B, whose code is 0000101 

C, whose code is 0000110 
the call the central would get is 0000111, which is neither B nor C. In 
view of all these factors a 0.1 second cycle time was chosen as a good com- 
promise, 

The same selection circuitry may be used for both the talk matrix and 
the monitor matrix, since only one or the other is used in any one time 
interval. The selection pulses are gated from one matrix to the other by 
the state of the talk-monitor wire in the code trunk as shown in figure 14, 

The requirements as stated in part 2 and the convention adopted in 


part 4 of this paper regarding how to break down or disconnect a placed 
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call impose four states of logic on the relay used to make the speech 
connection for internal stations. The four states of logic are, assuming 
A calls B: 

a. A calls B, selection of A-B crosspoint--do not make speech con- 
nection; 

be B answers A's call, selection of B-A crosspoint--makes speech 
connection; 

C, А breaks connection to B by repeating initial procedures used to 
call B. Release (break) speech connection; 

а. В breaks connection to A by same action as in c. 

In effect step d is a redundant process, as what would be desired is 
that only one of the two parties involved in the call be required to 
release or break the call. 

A consideration of these four states of logic reveals that what is 
required for the first two steps is an "and" function, and for the last 
two steps an "either or both" function. Since the crosspoints involved 
have a voltage En + Ep applied only for the duration of the time slot or 
z = 1.612 milliseconds, a memory function must be provided to remember 
that one of the crosspoints has been selected so that when the second 
crosspoint is selected the connection will be made. A simple, reliable, 
economical memory device is a cold cathode gas diode such as those used 
in many telephone switching circuits. These tubes require a fairly 
high plate voltage for their operation, but advantage of the margin between 
the firing voltage and the extinguishing voltage the tube may be taken. By 
biasing the tube at a point between these potentials, a much lower pulse 
of voltage may be used to turn the tube on. Also, if this pulse, which is 
a positive pulse, is switched to the cathode after the tube is fired, the 
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same pulse may be used to turn the tube off. 

Consideration of all these factors results in the design of the logic 
for making and breaking the speech connection as shown in figure 15. The 
sequence of operation is, assuming A calls B: 

1. The A-B crosspoint is selected generating a positive pulse which 
fires the associated gas tube; 

2. When B answers, the B-A crosspoint is selected firing the asso- 
ciated gas tube; 

3. Both gas tubes are now on turning the "and" circuit on which 
activates the relay; 

h. When the relay closes the crosspoints are switched to the cathode 
of the gas tube; 

5, When A calls B again selecting the A-B crosspoint the tube is 
turned off, opening the relay; 

6. When B breaks down, the second leg of the gate is turned off. 


By cross-wiring relay contacts 3 and 4 as follows: 






To gas tube To gas tube 


cathode doa cathode 
7 


either station may turn both tubes off, but then a convention must be 
adopted as to which station breaks down the call, for if A should break 
the connection and then B should break, the break by B is treated as if a 
new Call is being placed. This convention is, that the station originat- 
ing the call breaks the call down. 

The monitor array requires a relay at each crosspoint for full moni- 
toring flexibility; that is, for an internal station to be able to monitor 


every other channel in the system. Since this would require a maximum of 
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30 x 62 = 1860 relays, it is obvious that full monitoring capability must 
be limited to a few stations, and the other stations be limited in what 
channels they may monitor. In this array only two states of logic are 
required, for the relay must be closed upon the first selection of the 
crosspoint. The logic for this situation is shown in figure 15b and is 

a simplified version of the logic used in figure 15a. This same logic is 
used to close the connection to the UHF receiver-transmitter in the talk 
array. It is to be noted in both schemes of logic that the gas tubes 
serve as a buffer between the relative fast pulse of the crosspoint selec- 
tion and the slow "pull-in" time of the relay. Thus a relay with slow 
"pull-in" times on the order of 10 milliseconds may be used as the time of 
relay closure is insulated from the cycle time of system. 

The fact that the speech connection relay circuits are independent, 
requiring only a wire connection of the ا‎ RE selection circuitry, 
may be used to some advantage. The crosspoint Bee re is 
easily built and in fact is built to select any of the N x P - N cross- 
points in the matrix, However, it may be that not every speech connection 
will be desired or the full number of stations may not be present in some 
cases, The speech connection circuits may then be built as plug-in units 
and supplied only to the extent needed, In addition this simplifies main- 
tenance as the speech connection circuits may be easily removed and tested, 

When an external station is to be called a different technique must 
be used, These tations cannot be on the code trunk directly since, in 
general, they are at a remote location and are reached via a radio line 
such as radio relay, scatter, or H.F. radio. Therefore, the D-C code 
must Ba converted into a form whereby the code may be sent to the external 


station to notify 
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а. it is being called 

b. who is calling. 

A connection to the external station exists in the form of the 
communication channel to that station for communication cannot be done 
unless this link exists. So the obvious solution is to use this speech 
channel itself to send the signalling information. To do this the D-C 
code must be converted to frequency pulses or tones and the frequencies 
so selected that they do not interfere with each other. A method for 
choosing these frequencies is discussed in Appendix II. Now that the 
signalling scheme has been selected it must be mechanized. The solution 
to this problem is shown in figure 16 and is discussed below, 

From the code table, figure 5 the logical statement for determining 
if station called is an external station is 6 5 4 #6 5 Lh. In truth table 


form this is: 


Out 
6 5 k4 put 
Lb 30 4010 EN 
1 O Шап 
1 1 . 8٣ 
2. 1. ۵ءء‎ 


which may be reduced to 6 (5 Z) since an output is desired if line 6 
has a "1" and if either lines 5 or 4 is a "0", This determines the con- 
figuration of the logic circuitry to enable the code on the code trunk to 
be read into the register. A register is used so that e longer tone than 
1.6 milliseconds may be sent. The register is cleared by the double pulse 
generated when the counter starts & new cycle. This allows a 100 milli- 
second tone to be sent, which assists the detection circuitry in avoiding 
being triggered by speech sounds, The register then opens the appropriate 


tone "and" gates allowing a tone for each binary "1" in the register to be 
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sent. Since the tones are frequency multiplexed they may be sent on a 
common Wire to the gates for each external channel. Since each external 
channel is assigned to a specific station the code also tells which 
channel is to be used. Therefore, decoding the code selects the gate to 
be opened to allow the tones to be placed on the desired external channel. 

The external channel may. be treated exactly as if it were a station 
on the internal system, for in effect it is. When an external station 
calls a station on the system it closes the speech connection relay on the 
first selection of the crosspoint in the talk array, thus extending this 
station into the other system. Therefore, the channel is serviced to 
determine if it has a call present for a station on the system. This is 
accomplished by providing a set of five filters and a register for every 
channel and servicing the register for calls as shown in figure 17. Al- 
though this requires redundant circuitry, the circuits are simple, limited 
in number, and it is better to provide several simple circuits than one 
complex circuit, such as a line scanner. Circuitry is not provided to 
send the tones via HF radio, for here it is assumed that when an HF radio 
set is used it is continually monitored by the stations involved, 

It is to be noted here that the external station is denoted by the 
sixth bit being a binary "1", The external station may itself be a 
station on an autamatic switching central at its location. Thus on one 
system it is an internal station, on the other system it is an external 
station. The sixth bit keeps this situation in order. What the counter 
really tells the called station is that a call exists for that station on 
a certain channel which goes to a remote location. Now if only one station 
is assigned at each end of the channel the light that denotes that channel 
may be labeled with the station name and it tells the station it is being 
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called by the station at the other end of the channel. However, the 
system flexibility is such that more than one station may use this 

channel to the external location and at the other end more than one sta- 
tion may receive calls via this channel. In this situation the individual 
stations may be called selectively but they cannot be told which one of 
the several stations at the other end of the channel is calling since all 
the information the counter provides is what channel the called station 
must connect to, to receive the call. In addition, when several stations 
may use an external channel they must monitor the channel first to deter- 
mine if the channel is busy before placing a call via the channel, This 
is necessary as the busy-idle state of the channel is not provided as an 
output to any station. This is not considered as a serious omission since 
all operators who may use the channel have the capability to monitor the 
channel when desired, 

In the switching matrix the audio channels are not brought in symme- 
trically. The 30 internal channels are brought in both horizontally and 
vertically, but the external and UHF channels are brought in only verti- 
cally, This is done because there is no reason for the external and UHF 
channels to do any switching in the matrix, Only the internal stations 
are switched to the external and UHF lines, 

The external and UHF channels are not switched to the internal sta- 
tions, This is an important difference. With this distinction in mind 
the number of relays required for speech connection for a full system of 


30 internal, 24 external and 8 UHF stations may be comouted, 


a. Internal relays required шалы Б 5 
b. External relays required 30 x 24 = 720 
c. UHF relays required 30x 8 = 320 

۱ 1475 


21 


1475 total relays are required for full operation of the system. Of course, 
this number of relays may be drastically reduced by limiting the flexibility 
of the stations. A typical example of use may be as follows: 
a. assume 20 internal stations 
be assume 20 external channels distributed: 
1, 2 stations may call 12 external stations each 
2. 10 stations may call 4 external stations each 
3. 8 stations may call 2 external stations each. 
с. only 15 stations may use UHF 
Now the total number of relays required becomes: 
a. Internal relays required Ll = 190 
b. External relays required 24+40+60 = 80 
24 
2, 10x Дд = АО 


eee x le 


3, 8x 2 -16 


с, UHF relays required = 15 x8 = 120 
390 


390 total relays afe required by this situation. 

Therefore, the number of relays used in the speech relay is dependent 
upon the flexibility demanded and is easily supplied by merely adding or 
taking away relays, in the speech or talk matrix. 

The monitor matrix requires a relay for every channel the station must 
be able to monitor. Here also, by the use of plug-in relay circuits the 
flexibility of system may be utilized. If a demand for monitoring a спал 
arises, a relay circuit is plugged in and the station may monitor. бо the 
monitor capability may be supplied or denied as desired, 

As stated in the requirements there is a need for an output indicating 


when a speech connection is made. This is for use when the system is used 
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with data processing equipment utilizing a computer. It may be that when 
two stations are in communication with each other they desire to pass 
information from this data processor from one station to the other. To do 
this the data processor or computer must know two things: 

a, is passage of information desired 

b. which station is talking to which station. 

This process may be accomplished as shown in figure 18, To provide 
this output which may be called a communications mark, a pulse is generated 
for each of the stations concerned, but no two pulses occur at the same time. 
Only 15 stations, hence 15 pulses, are shown in figure 18 for convenience. 
A contact on the speech connection relay is utilized to perform the desired 
function. The operation is as follows: 

l, station talking desires to send data so the station closes the 
communication mark switch; 

2, when that station's communication mark service pulse occurs it is 
sent up through the matrix and comes back out on as many wires as the 
station is in communication with; 

3. both legs of the "and" gate are on, soa "1" is filed in the flip 
flop corresponding to that wire the pulse came back out on; 

4. this information may then be utilized to tell the computer to send 
data to these stations. 

The diodes shown in the detail in the matrix are isolating diodes to 
keep the positive service pulse from feeding through closed connections 
and giving false information, The communication mark service pulse is 


supplied by the associated computer. 
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6. Audio Channel Design. 

The audio channels brought into the central are a three-wire system 
with a monitor channel superimposed upon the three-wire system as describ- 
ed earlier. At the central the common return wire is grounded, forming 
what is called a station ground. This avoids the necessity for switching 
the common return at the relays. It does increase the susceptibility of 
the system to crosstalk, but if care is used in avoiding long runs and 
too close a coupling of wires in the central, this should not be a serious 
problem. 

The connection to be made is as shown in figure 19. This is accom- 
plished by running the audio channels as shown in figure 19, thus the 
correct connection is always made, The system of operation chosen re- 
quires audio amplification on each speech channel. To provide the 
necessary .. 20 a technique of analog computation may be used 
that of the summation amplifier. This amplifier has several desirable 
properties which make it desirable for this use, such as: 

a. gain is relatively insensitive to variations in the amplifier 

b. a virtual ground is established at the input to the amplifier, 
enabling several channels to be connected to the amplifier without coup- 
ling among the channels, 

How the amplifier is used in this connection is shown in figure 20, 
where the numbers refer to the crosspoint connections, 


Writing a nodal equation for the grid of one of these amplifiers gives 


Xo 1 (5а үз E гц 
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where X1, X2,--- X Input voltages Xo T Output voltage 


m, Ra,» 7 En Input resistances 
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Thus the gain is dependent upon the number of resistors involved in 
the input, but it was stated earlier that the inputs to the amplifier are 
variable from one to N, where conceivably N could be as large as 60, but 
is highly unlikely, Therefore, to properly choose the resistors for the 
circuit it must be designed for the average number of inputs, and sufficient 


gain built in to compensate for the decrease in gain on each side of this 


Gain 5 p - | 


A A ti AA 
2.2.3 Е 5” СМ. б Number of Inputs 


curve is 





To determine what gain should be built into the amplifier the entire 
audio channel must be considered. 


Telephone practicel? 


states that the sum of the losses in two loops 
along or two loops plus the maximum trunk losses should not exceed about 
30 db. Approximately 6 db loss should be allowed for each loop; thus on 


an internal connection there should be allowed 12 db of loss in the wiring 
6, 








and connections, On external lines there is this 12 db of loss plus 
3-6 db of loss if the signal must pass through a hybrid transformer some- 
where in its path. The drop-off in gain, if the number of inputs to the 
amplifier should be considered, plus the insertion loss of the pad at the 
station panel to enable the operator to control the volume level, can be 
estimated at 3 db. This is a total of 15 db +(3 to 6) db on external 
connections. Therefore, a gain of 20 db should be designed into each 
amplifier, 

The same scheme of amplification is used for the monitor amplifier, 
but here the average number of inputs may be considered as two, as it is 
not considered feasible for an operator to monitor more than two channels 


at any one time, 
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7. UHF Radio and Channel Selection. 

Normally the UHF radios used in this system will be preset on channels. 
A station desiring to transmit to aircraft on a preset channel will switch 
this headset to that channel in the switching-central, and commence trans- 
mission. The UHF panel to accomplish this is shown in figure 8, There 
are only 7 buttons being used but 8 code slots are reserved for UHF, thus 
one more unit may be added if desired. 

Operational studies“ indicate that more than 6 UHF receiver transmitters 
will seldom be required. Therefore, capability is provided for Ó preset 
channels plus Guard, 

Although the receiver-transmitters are time-shared by operators in the 
system, no special provision is provided to indicate what receiver trans- 
mitters are busy. Here again advantage is taken of the operator's intelli- 
gence and he is required to listen before transmitting to insure that no 
one else is using the channel, 

Although it is stated in the requirements that capability should be 
provided to change channels on & selected receiver-transmitter, this cap- 
ability would be recuired by few operators and its addition as an integral 
part of the system would be & needless complication to the system. It 
would be desirable to provide this function as an optional part of the sys- 
tem which can be added whenever it is required. This is the approach taken 
in the design of this phase of the system. It is designed as a completely 
separate function so that the addition or deletion of it will not affect 
the rest of the system. Therefore, the design of the channel selection 
will be discussed in this section. 

The problem in channel selection is to cause any one of 21 events to 
occur, that is, the selection of one of 20 preset channels in addition to 
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a guard channel. The conventional solution is to use a 20-contact rotary 
switch to step the channels at the receiver-transmitter. However, this 
technique would require a minimum of 21 wires, which is considered to be 
excessive wiring. Consequently another approach is desired. The follow- 
ing approach is proposed as the desired solution. 
l. To describe a channel uniquely, a binary code can be used. Using 
a serial coding technique the absolute minimum of two wires would be re- 
quired. However, this technique is objectionable from the standpoint of 
simplicity; consequently, a parallel code will be utilized. Since there 
are 21 events to be described, a five digit code is required. This allows 
32 possible actions, of which 21 are required and 00000 is not used. Thus 
10 spare codes are available as a desirable by-product, for more channels 
may be made selectable if desired. The five digit code is obtained by 
using a five wafer 20 position rotary switch and letting missing contacts 
indicate binary "0", since that will put no D.C. on code wires. 
2. To decode the channel selection code at the receiver-transmitter 
and to meet the requirement that no two receiver-transmitters be tuned up 
b. the same channel at the same time, the following solution was devised, 
The solution is shown in figure 21 іп block diagram form. The channel 
selection code trunk is run separately from the switching central code 
trunk. The RT channel selection circuit is a servo operated device which 
steps the receiver-transmitter to the proper channel depending upon which 
wire has voltage placed upon it by the register decode circuit. 
a. A register and associated decoding circuit are provided for 
each transmitter-receiver, 
b. When the channel selection switch is moved to a particular 
channel all five registers are sampled sequentially by a sequencer 
67 
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circuit one through five. If the code present on the code wires 
is present in a register the sampling stops and the light under 
the receiver-transmitter button in which the code is present is 
illuminated, If no correspondence is obtained, the sequence is 
repeated until the first empty register is found, the sampling then 
stops and the code is fed into the empty register. The light under 
that receiver-transmitter button is illuminated, indicating that the 
channel is set up and which button or receiver transmitter is to be 
pressed. 

The solution proposed in (b) imposes two additional requirements on 
the channel selection as follows: 

а. The channel selectors puts no code on the code wires until it 
has been rotated to the desired channel, 

b. No two or more operators try to change channels at the same time, 

These requirements may be met by using à spring loaded normally up 
channel selection switch. It is rotated to the desired channel and pushed 
down. This places the D-C code on the wires and lights a light integral 
to the switch. This light informs all other operators that channel selec- 
tion is in progress so that no other operator will attempt to change 
channels. The light is turned off when the channel selection sequencer 
stops on a register. When the operator releases the channel selection 
switch it returns to its up position removing the code from the wires, 

The code is retained in the register as long as the operator is us- 
ing UHF unit. When he is finished he pushes the off button associated 
with that unit which clears the register and turns off the light on the 
panel thus enabling the unit to be switched to a new channel. 

For guard channel selection the above procedure must be modified. 


In the previous procedure if a channel was not already set up and no 
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ampty register existed, the channel desired could not be set up. This 
situation cannot be allowed to exist for the guard channel as it is an 
emergency channel and must be supplied on demand. To meet this situation 
the guard channel code is selected as 11111. Now when this code is pre- 
sent and the situation of neither a channel already set up nor no empty 
register exists, the sequencer stops on the last register and overrides 
the code present and switches the receiver-transmitter to guard. 

Although this is probably not the best solution to this problem, it 
is considered a feasible solution since normal UHF operation will be via 
preset channels. The capability to change channels would be provided to 
a limited number of operators. Although figure 21 shows registers for 
all seven Е کے‎ only two or three units would actually 
be given channel changing circuitry. The remainder would be left on pre- 
set channels. When these factors are considered the solution is a feasible 


one, 
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8, Selection of Administrative Communications Switching. 

In this portion of the system requirements are much less demanding. 
The time lag of conventional communication techniques can easily be 
tolerated since this portion is destined to serve only administrative and 
maintenance personnel, It might be argued that when equipment fails quick 
action is needed to put it back into operation. This is true, but the 
demand for quick operation is placed upon the technician, not the communi- 
cation system serving the technician, In addition it is wasteful to build 
complexity into a system where complexity is not really required. 

In view of all these factors the solution appears to be the use of a 
manual switchboard to provide the communication of administrative and main- 
tenance stations. The use of a manual switchboard in this system adds 
several desirable features. The most important is that it adds a highly 
desirable back-up means of communication to the automatic switching cen- 
tral. No system of communication should be complete in itself in the 
military environment, for there should always be an alternate means of 
communication available in case the primary system fails, or is rendered 
inoperative by some means such as enemy action. The use of a switchboard 
further extends the flexibility of the system. Channels of communication 
not available through the switching central may be obtained through the 
manual board, This alleviates the necessity for providing for every poss- 
ible conmunication demand in the automatic system. Those channels for 
which a low probability of demand exists and those which are "nice to 
have but not really necessary" may be obtained through normal means of 
communication. 

Special means will have to be provided at the switchboard to enable 


the stations on the automatic switching system to signal the operator that 
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a demand for service exists. This may be done by detecting the 1000 cycle 
ringing used by the automatic system and using this for signaling. The 
1000 cycle could be converted to the normal 20 cycle AC ringing employed 
by the usual common battery telephone system and used to signal the opera- 
tor, Either method may be used, but the second method has the advantage 
that such means already exist, so is easily supplied. 

Considering all these factors the solution adopted for the administra- 


tive communication is the use of a manually operated switchboard. 
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9. System Evaluation, 

With the completion of the last phase of the system design the entire 
system operation should be reviewed to determine how well it meets the 
requirements laid down іп part 2, A schematic of the overall system is 
shown in Figure 22, This schematic shows primarily the control and signal- 
ling functioning of the system. Several circuit details are omitted in 
the interest of clarity and the audio channels are shown only in outline. 
Using this diagram and the illustrations of circuit functioning in parts 
4, 5, and 6, the system functioning for several types of calls such as 
internal, external and monitoring may be traced. 

The first operation to be traced is that of two internal or local 
stations A and B where station A desires to talk with station B. The 
sequence of operations by the operators and the system is as follows: 

1. The operator at station A selects the station and "talk" button 
associated with station B on his panel and presses it. This puts a binary 
code representing station B in the panel register. On station A's panel 
the light for station B is turned on. 

2. At station A's designated time period a service pulse supplied by 
the local counter allows the binary code to be read out to the code trunk 
and transferred to the switching central. 

2. The switching central decodes the binary code, notes that a talk 
connection is desired, and places a voltage on station B's wire in the 
talk matrix. 

A. The central counter places a voltage on station A's wire since 
the time period belongs to station A. The combination of these two events 
places a double voltage at the A-B crosspoint firing the associated gas 


tube, 


72 








5. Since this is the first selection of two crosspoints (AB and BA) 
no speech connection is made (see figure 15a). 

6. Meanwhile at station B's panel the fact that its binary code is 
on the code wires is noted by an output from the station "and" gate. 

7. This output, with the output from the counter indicating which 
Station's time slot is on the wire, is combined to illuminate in a blinking 
mode station A!s light on station B!s panel. 

8. Station B, noticing the blinking light denoting the fact that 
Station A desires to talk with him, pushes the two buttons associated with 
Station A which enters stationA's code in the panel register and switches 
station A's light to steady illumination. 

9. At station B's designated time slot the local counter supplies a 
service pulse sending out the binary code stored in the register. 

10. This code is decoded at the switching central and the B-A cross- 
point is selected firing the associated gas tube, 

11. Since this is the second selection the relay is activated and the 
speech connection closed. Conversation may now begin. 

12. At the end of the conversation, since station A was the originator 
of the call, it presses the two buttons associated with station B, setting 
station B's code in the panel register. 

13. This binary code is sent out during station A's designated time 
slot. 

l4. The code is decoded at the switching central and activates sta- 
tion B's wire which, in conjunction with the station A wire made "hot" by 
the counter, selects the A-B crosspoint. 

15. This selection turns off both gas tubes, opening the speech con- 


nection. 
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The procedure for calling station P when station B is an external 
station is as follows: 

l. Steps one through four are the same as above, 

5. Since this is an external station, the speech connection is made 
at the switching central, 

6. The D-C code is converted to tones and sent via the speech channel 
to the remote station!s system. 

Y. Те tones are detected and the binary code stored in a register. 

8. The register is serviced precisely as if it were a station on the 
System and the code placed on the code wires, The switching central will 
interpret this code and activate the A-B crosspoint but nothing is connect- 
ed to this crosspoint since the speech connection logic is only two-state 
for external stations, 

9, Steps 9 through 13 are the same as steps 5 through 9 above, 

14. This selection fires the associated gas tube closing the speech 
connection in the remote system. 

15. Now the speech connection is complete at both ends of the channel 
so conversation may begin. 

16. At the end of conversation both stations must repeat initial call- 
ing action to break the speech connection. 

To establish a monitor connection, the procedure is as follows: 

l. The station operator selects the station and monitor buttons 
associated with the station or channel that it desires to monitor, The 
buttons are pressed putting the code in the panel register. 

2, At the designated time slot for the station the code is sent out 
on the code trunk. 


3. At the switching central the fact that a monitor connection is 
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noted by the state of the seventh code wire. The selection circuitry is 
switched to the monitor matrix where the desired crosspoint is selected as 
indicated previously. 

4» The associated gas tube is fired closing the monitor connection 
since this is a two-state connection. 

5. To disestablish the monitor connection, steps one through four are 
repeated. 

6. The associated gas tube is deionized opening the speech connection. 

From the above it is seen that placement of a call is a simple rapid 
procedure. 

The control circuitry is designed for the maximum number of stations 
but it can handle any number of stations from two up to the maximum number 
of 62 stations. This flexibility is the strongest attribute of the switch- 
ing network. As noted earlier, stations may be added as desired by supply~ 
ing a station panel, running the necessary number of wires and plugging in 
the required speech connection relay circuits in the switching central. 

By use of this "plug-in" and common code trunk principle, capabilities of 
speech and monitor connection may be added at will to meet any desired 
operation. 

The logic circuitry employed throughout the design is simple and 
straightforward. The number of levels of logic is restricted to two and 
the speed of operation is on the order of milliseconds, both of which con- 
tribute to ease of circuit design. All logic is semiconductor circuitry 
so may be built on plug-in cards which provide ease of maintenance. 

Perhaps the greatest disadvantage of the system is the number of wires 
required for each station panel. From figure 22 it is seen that each panel 


requires the following: 
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l. Four wires for the voice channel; 

2. Seven wires for the code trunk; 

3. One wire for counter synchronization. 

À total of 12 wires is required to provide an output from each panel. 
This is no great disadvantage when used in a situation such as M.T.D,S. 
where cables are available to carry the wiring or in a situation where 
wiring runs would be short on the order of 100 yards or less. However, 
it would be very real disadvantage in a dispersed situation where station 
locations are rather far apart. To cope with this situation an alternate 
solution is proposed. 

The same basic scheme would be employed of a common code trunk. The 
trunk would be created by a phantom circuit utilizing the monitor-talk 
channels of the station's headset. The D-C binary code would be converted 
to tones at the station panel and sent to the switching central and all 
other stations via this common, phantom trunk, In addition, the synchroniz- 
ing pulses for the local counter could also be sent via this trunk since 
frequency division as well as time division would be employed. Employment 
of this scheme would involve considerable use of ringing circuits and fil- 
ters but it is entirely feasible and would reduce wiring requirements to a 
minimum of four wires. These are the wires necessary to carry the monitor 
and speech channels, 

Its use was not considered feasible in this design as in general it 
was considered more economical and simpler to use wiring than additional 
circuitry, since cable runs were short in the operational environment for 


which this solution is proposed, 
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10. Conclusions. 

In this paper a proposed design of an automatic communications switch- 
ing network has been presented. The design philosophy of such a switching 
network was discussed. The primary emphasis in the system was reduction 
of the time required to obtain a communication channel to another station 
and the meeting of all system requirements, An equally important emphasis 
was placed upon reliability, and simplicity of design. The reduction of 
the time required to acquire a channel was achieved by use of semiconductor 
information processing circuitry, which affords an increase in operating 
speed without a great increase in weight and volume. 

The logic circuitry used for information processing is of a general 
purpose design and arranged in building blocks. This affords great flex- 
ibility in implementing required system functions. New stations may be 
added as desired up to certain limitations and the station capabilities of 
monitoring and obtaining speech channels may be established as desired, 

In view of all these factors and considering that the system meets in full 
or exceeds all the requirements established in part 2, the system is con- 
sidered to be a workable, practical communications switching system. 

Since this system, as presented, exists only on paper undoubtedly 
there are many improvements that suggest themselves, particularly during 
the development of such a switching system. Particularly there are areas 
which would bear further investigation to enable the system to handle 
more communications channels and stations, and to extend its flexibility. 

Recommendations for such improvements in an automatic switching system 
to increase its capabilities and functions are: 

1. Use of voice frequency tones using the speech channel to replace 


the present code trunk. 
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2. The separation of the built-in memory functions into a separate 
bulk memory for use in controlling the switching in the central, 

3. The use of voice frequency gas tubes to replace the relays pre- 
sently used in the central. 

4. An optimum method for keying a transmitter remotely via the speech 


channel to the transmitter. 
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APPENDIX I 
INDUCTIVE INTERFERENCE OR CROSSTALK 

Interference from paralleling circuitry into a communication line 
is usually regarded as noise whether from a power line, or circuitry carry- 
ing frequencies in the voice range. If the interference is from another 
communication channel, it is called crosstalk, Experiments have shown: 
that if the speech on the line is at least l3db higher than the interfering 
source or crosstalk, there will be no difficulty in distinguishing the con- 
versation from the noise, Thus it is important that any communications em- 
ploying voice frequency over wires be as free from crosstalk as possible, 

To produce this interfering noise, energy must be coupled from one 
circuit to another. This transfer of energy may be accomplished in three 
ways: 

1) ‘Through leakage or conducting paths between the two circuits. 

2) Coupling via the magnetic fields established by the currents 

flowing in the two circuits. 

3) Coupling via the electric field established by the voltages or 

electric charge present on the wires. 
The influence these factors have upon the choice between a single wire with 
ground return communications channel and a channel employing a metallic re- 
turn, or two-wire system, will be shown by the following analysis. 

The mutual impedance between two circuits will determine how much 
energy from one circuit is coupled into the other. Consequently, examin- 
ing the mutual impedance between an interfering source and 

a) a single wire with ground return channel 
b) a two-wire system : l 
will provide a valuable piece of information for evaluating the choice 


between these two channels, Therefore, we proceed to derive the mutual 


impedance for these two cases, 
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Assume 3; 
1) The interfering source to be a single wire with ground return 
carrying a frequency of 1000 cycles. 
2) The communication channel wire to be at the same height with: 
a) a ground return 
b) a metallic return path carrying an equal and opposite current. 
3) Perfectly conducting ground. 


The geometry of the two cases is as follows: 
۷ 


| 


! 
ام‎ Ghee ard 
X | pi ANE 


A formla for the mutual impedance (2, 2) between two parallel ground 
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return circuits with wires at a height (h) above ground and a separation (X) 
between their vertical planes has been derived by J. R. Carson: Since the 
derivation is complete and straightforward, it is not given here, and only 
the results of the derivation are utilized. 


The mutual impedance (24 2) is: 
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The calculation of the mtual impedence depends on the evaluation of an 
infinite integral of the form. 
ہے‎ 
J (PQ) іі ІК u? + + |2 а) a 7 Pu созд udu 
Fortunately this integral has been solved and tne solution is in the 


form of two series. 
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The series takes other forms for r > .25, but these are of no importance 
here, so are not included. 
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Q= sin? 3 = 576 = 35,3° 
573 


P «7l 1.6.107" x .816 - 
87735 
т e 392 
Q= -0,086 + 3 LoG ( 2 ارا‎ 
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= -0.0383 + LoG 1370 = -0.0383 + 1.568 
= 1.5297 
Therefore the mutual impedance for the circuit employing ground return is 
22 и Р + Jq e lw (.392 + 31.5297) 

Now consider the case of a metallic return path, lying at the surface of 
the ground for simplicity. This introduces a new mutual impedance between 
the interfering sarce and the return path which must be subtracted from the 
mutual impedance derived above. 

For this case: 
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Therefore the resultant mutual impedance between the interfering source 
and the parallel two-wire communication channel is 
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зә = Ш [.392 - „382 + ) (1.5297 - 1.5718) 
= jW (01 -j .0451) 

Thus it is apparent that the presence of a metallic return gives a 
striking reduction in mtual impedance as may be expected. Although the 
result is based upon rather ideal conditions of perfectly conducting grounds, 
equal currents, etc., it is clear that if the mutual impedance in the second 


case was ten times as bad, the resultant impedance would still be considerably 


less than the case for a single wire with ground return. 


Before a choice between the two circuits or channels is made, let us 
further exemine the two-wire case for the three conditions of 
a) leakage 
b) coupling via magnetic field 


C) coupling via electric field 


1. A leakage path causes unbalance to ground as shown 
X 


| 2 Qs la | Ey 5 
Dx 2 / 
y 
This unbalance causes noise currents to flow, since now the point Y 


is at a lower potential than point X, thus causing noise currents to flow 


even if E = E 
8ү 62, 








2. Current flowing in the wire of the interfering source will set up a mag- 


netic field which will link the two-wire communication channel as shown: 





Since line 1 is closer to the interfering source than line 2, a higher 
voltage will be induced in line 1, thus causing a difference in potential 
between line 1 and line 2. This induced voltage is in series with the line 


as shown where the induced voltages 89 represented by generetor$E, and E. 





7 capacity 


The difference in potential caused by E, >E, will cause a current to 


flow in the circuit which will vary at the same rate as the interfering 
source, thus causing crosstalk and noise in the headset (H). 

The coupling via the electric field can be examined by considering the 
voltages and d.stributed capacitances between the two circuits. 

The effective voltage E between the interfering source and ground will 
by voltage divider action divide inversely proportional to the capacitances 


as follows: 





E = EC 
El 2. 
су + с | 
and E >E due to the distances between wires. 
di 2 





Since Eg, > E, there is a potential difference and noise current will 
flow. 

Thus it is apparent that the two-wire system is still highly susceptible 
to interference am crosstalk. However, with a two-wire system there is an 
effective method of correcting the induced voltages in the system by a process 
known as transposition. The transposition of a wire line will tend to balance 


it with respect to the interfering course as shown: 





+ © с; 


Now, since the lines occupy the same relative position with respect to 
the interfering source e, + el, "е, + A and the voltages induced in series 
by the magnetic field coupling are nearly equalized and tend to cancel each 
other. 


This transposition will also affect the induction voltage as shown: 


Lim E = 
RESIEFAMCE 






4 Ey 


G м рУ 


+d Fy, 
MANY MS 


a 1 
Analyzing the equivalent circuit shows that voltage E 27 E E2 will tend 


to send a noise current та up through the headset on the right and voltage 
Eg” E, will send a current I down through the зате headset. Thus I and ті 


2 
will tend to cancel each other; . 





À single transposition is not effective in reducing crosstalk due 
to the phase changes of the signals in the two channels. Since cross- 
talk is an induced effect, its instantaneous value in a small section 
of line depends upon the position of the section with respect to the 
cycle of current in tne interfering circuit. Therefore, it is nec- 
essary that the transposed section be short compared with the wavelength 
in the interfering circuit. 
Thus it can be seen that transposition is an effective method of 
reducing interference or crosstalk due to coupling by the magnetic and 
electrostatic fields. This is the second great advantage of a two-wire 
over a single wire system--that it can be transposed while a single wire cannot. 
As stated earlier the threshold of intelligibility for crosstalk is _ 
13 db, Therefore it is of interest to see if the single wire circuit cross- 
talk exceeds this value. 
I. Mutual Impedance 
A formula for the mutual impedance of twoparallel wires may be derived 
which will be more useful for this purpose than the previous formula. 
Consider two parallel wires as follows: 
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Induced P induced 


2 بلباء‎ 
2.07 
1.60 
1.74 
1.64 
1.56 
oi 
1.16 


1.9 


1.37 


17 .06 


1265 
1 
1.37 
1.32 
1.28 
1.25 
1.23 
1.21 
1.18 
1.17 


M 
uh 


555 
51.2 
18.8 
17.2 
15.6 
lii. 5 
13.6 
12.9 
42.1 
41.5 


.036) 


E 

2 

Мом М = M 

M = .00508 


so M may be written as: 


2.303 LOG 2 - 1 microhenrys 
10 % 


The situation assured is that there are 10 wires in a cable with a common 


ground in same cable 
A --length of wire 
D--spacing between wires 


let = 100 ft. 


D 3 + 108,0 г 2.303 [5 “ 100,0 г) zm 
al WES 9.1 
52 4.08 В.Д 
3 3.91 | 8.0 
oly 3.78 Š ТӘ 
ЕБ 3.68 7.48 
¿6 3,6 138 ( 
ET 3.54 7.15 
8 зав 7.03 
ET. зь 6.9 
1.0 3.2 6.8 


E 2 2--E 2 
E^ x E, Bio 


= 17.06 


induced total = 


= 14.13 millivolts 


db = 20 Log 4) 


u.1316 ` 


3 - 2o (3* 


= -60.6 db 


So tris effect may be neglected. 





Il Capacity between two parallel wires in the presence of ground 


С = 3.677 f micro micro farad per foot 


G 2D 
117 


Y = length of wire 


LO 


D = spacing between wires 
а = diameter of wire 


Assume: 1. #26 wire Dia. = .016 inch 
2. wires are average „5 inches above ground: C, = 2)0 u u per 100 feet 





the situation is: 


EE C e) 
| oe: E T 
= т C1 


| I са Loan 


Replace by thevenin equivalent circuit to get true induced vac T 5 





” = LOAD 
Ы. 125 D Icio RE ہت‎ Су +С, Е » a br. E induced 
| 1° "2 ohms e xd 
E 12.5 1.097 3% 575 2.6 9.25 li 
52 25.0 1.38 266 506 2.3) 10.5 „39 
299 N.S 7 2.2 11.2 .38 
„ll 50.0 1.699 216 156 211 11.6 .36 
„5 62.5 9 205 1Ц5 2.06 | 11.93 „36 
.6 75.0 1.87 197 30 2.04 12.38 3 
7 87.51.94 189 120 2.01 12.63 .33 
8 100.0 2.0 184 420 1.97 12.63 3 
9 OS 179 119 11 у „32 
10 125.0 2.1 175 115 1.88 12.8 „32 
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ASsune each line power level = 20 milliwatts into 1000 ohms 
Therefore E = 1.17 volts 


I = 4.47 milliampere 


E 2 2 2 
induced total E, + Е, + + Е 0 


e .912 volts 
db = 20 10G 4.Ш7 = 
"912 
- 13.8 db 
Thus it is seen that the crosstalk due to electrostatic induction is 
just at the threshold of intelligibility. А11 figures in the above compu- 
tation are on a per 1000foot basis. It is to be noticed that length (JQ) 


cancels out of the computation for Boq since written in terms of Û 


x с 
b SER 11 = g^ 
ASE ۶٥٣ 
However, Zeq must be divided by € since Zeq = i e Therefore, to use 


ES 
the figures for longer lengths of wire 225 must be divided by the number of 
100 foot lengths of wire considered. 

The above effects do not consider the coupling of energy due to image 
currents in the ground plane or conductive coupling. This effect is not com- 
puted here es it is an émperial computation at best. However, it should definitely 
be sllowed for and with as close a dh margin as shown: it is a factor in the choice 
between circuits. This effect will be considerable if tre ground return is a wire 
and has several joints, for each joint may er. &s 8 boundary in the ground 
medium and transverse currents will be established, thus increasing conductive _ 
coupling . 

Therefore, considering all the factors outlined above the choice in clearly 


in favor of a metallic return circuit over a single wire ground return circuit. 
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APPENDIX II 
FREQUENCY PLAN 
To convert the binary code in this scheme to frequency pulses a minimum 
of 7 frequency pulses or T is required. It is desirable to space the tones 
across the frequency band of the voice channel and to so pick the frequencies 
that no tone frequency has a harmonic close to another frequency used as another 
tone. 
A method of selecting frequencies е geometric spacing may be used to 
select the desired frequencies which satisfies the above requirements. The set 
-l 


of frequencies is given by f = À 5, 


Here the constant percentage spacing is given by 100 (a-1). This series fits 
in nicely with use of tuned circuits having uniform value of Q and uniform fre- 
quency stabilities, properties easy to attain in practical circuits. This 
series also has the advantage that by carefully choosing the factor A it is 
possible to make the harmonics of each frequency fall approximately midway 
between higher adjacent frequencies in the same series. This is helpful in 
reducing interference from non-linear distortion. : 
Two frequency plans were used; one using a base frequency of 300 cycles, 
the other using a base frequency of 1000 cycles. Іп choosing a value for 'e! 
the factor of 1000 cycles must be considered, as this is the frequency used 
for ringing in this system. Thus in effect eight frequencies must be selected. 
The method for choosing A is shown in figures (23) and (44). The curves were 
computed by computing two points on each curve for two different values of 
as follows: 


а = 1.5 


f 27 З + п 
5 5 n 


n a £ 2t 3 + 
O 300 600 900 
1 1450 3900 1350 
.25 675 1350 2025 


.0 300 600 900 
.1 330 660 990 
„21 363 726 1089 


“ANE Ww № н 
н ынын нын 
Ф 

=з سا‎ 
ہہ‎ охл Елә № kk 


3 399 798 1197 .375 1010 2020 3030 
.h6 38 876 131 06 1520 30,0 4560 
.61 484 968 1452 .6 2280 4560 6840 
.77 533 1066 1599 Ц 3420 6840 





Let f = IKC 


ажа” 1.2 a = 1.1 

п Ча. f‏ 2 کاو 

IE 1.0 1000 1 3:0 1000 
2 1.2 1200 2 ,)٦ 1100 
3 1.441 141 3 1.21 1210 
ШИ 1.7146 1716 ۶٦ 1330 
БЕ 2.15 2150 5 1.46 1460 
6 2.19 2190 6 1.61 1610 
7 2.985 2985 T 9 90 
8 3.582 3852 f 8 1.947 7 
9 1.3984 4398.4 9 еи 296 


The curves may be used to choose an optimum value of a 
since they display tne relative frequency of each term in the series 
as a function of the spacing. Harmonics of f up the seventh are displayed on the 
right side of the graph. Points where a harmonic coincides with any frequency 
f, are marked by dots send interv: e points where a harmonic falls geometrically 


between two frequencies f. and f are shown by circles. An ideal spacing 


+ 1 
factor A would be .ndicated by a vertical dotted line passing through a circle 
for every harmonic. Unfortunately the circle aligmment is not this ideal, but 
by careful placement of the line a factor A may be chosen where the harmonics 
are fairly well interlaced. This is shown by the dotted lines in each figure. 


The frequencies chosen by these dotted lines are: 
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Tat 


2100 


6 f 

n 
1800 
رلبا25‎ 


CTE 


1800 
21,66 


5 ғ 


1500 
2120 
21,85 


5f 


1500 
2055 


2815 


h f, 
1200 
1696 
2 388 
336, 


Ц? 


1200 
16, 
2252 
308), 


گے 2 
900 
1272 
1791 
2523 


3558 


Be 


900 


1233 
1689 


3168 


BER 


3000 


31,05 


2f 
600 
618 
1094 
1682 
23712 
3340 


21 
7 


600 


822 


1126 
1542 
2112 
289) 


21 


2000 
2770 
2578 
2921, 
3318 


ШЕҢ 

gnh-l f 
1 300 
14. 1424 
270 7ٹ‎ 
2,805 0 
3.955 1186 
5.56 1670 
108 2360 
1237 

gal f 
1 300 
1.37 wi 
1.876 563 
2.57012 771 
3.52106 1056 
ц.82 385 1117 


6.60867 1983 


f = 1000 cycles 
1.135 
алі f 

n 
1.0 1000 
1.135 1135 
1.289 1289 
1.462 1162 
1.659 1659 
1.882 1882 
2.14 2140 
2.43 24 30 
2.76 2760 


for f = 300 cycles 
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Тһе minimum spacing between frequencies is 130 cycles: the maximum spacing 


is 182 cycles. 


Since the frequencies based on 1000 cycles present fewer problems in building 


filters, it is the group of frequencies chosen. 
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